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Message Text 

CONFIDENTIAL 

PAGE 01 KINGST 00872 241849Z 
ACTION OC-06 

INFO OCT-01 ARA-06 ISO-OO CCO-OO SY-05 FBO-02 /020W 

250145 031250/64 

R 241708Z FEB 77 
FM AMEMBASSY KINGSTON 
TO SECSTATE WASHDC 4185 

CONFIDENTIAL KINGSTON 0872 

E.O. 11652: GDS 
TAGS: ACOM. ASEC 

SUBJECT: EMERGENCY POWER SUPPLY-NEW CHANCERY 

1 . AT PRESENT, NEW CHANCERY IS BEING EQUIPPED WITH ONE 50 KW DIESEL 
EMERGENCY GENERATOR. THIS UNIT WILL PROVIDE POWER FOR JOINT COMMUNI 
CATION CENTER; ONE DISINTEGRATOR (MODEL 1012-NORMAL 460 VOLT. 3 
PHASE, 50 CYCLE), ONE VACUUM SQ53.; LIGHTING FOR AMBASSADOR S 

OFFICE AND POL/R SECTION; EXTERNAL KWM-2A RADIO NET-235 WATTS 
(RECEIVE)/479; WATTS (TRANSMIT); AND EMBASSY INTERNAL RADIO 
NET-300 WATTS. 

2. POST HAS ORDERED 3 CCTV SYSTEMS (ESTIMATED 300 WATTS TOTAL) 

AND AND ADDITIONAL DISINTEGRATOR/VACUUM (IDENTICAL TO UNITS 
DESCRIBED ABOVE). FUNCTIONING OF THIS EQUIPMENT IS DEEMED 
ESSENTIAL AT ALL TIMES AND THEREFORE SHOULD BE TIED-INTO 
EMERGENCY GENERATOR IF AT ALL POSSIBLE. 

3. CONSIDERATION OF THIS REQUEST ON AN EXPEDITED BASIS WILL 

BE APPRECIATED AS TIME FOR LAYING NECESSARY CABLES IS RAPIDLY 
DRAWING TO A CLOSE. 
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